SACRED  HEART  SHRINE 
Lourdes  in  Litchfield 
Montfort  Father* 

Shrine  Grotto  of  Our  Lady  of  Lourdes,  a  place  of  pilgrim- 
age built  by  the  Priests  and  Brothers  at  St.  Lou.s  de 
Montfort  Seminary,  Litchfield,  Conn. 


POST  CARD 


